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MUD  JACKING  •  SOIL  STABILIZATION  •  PRESSURE  GROUTING 


SETTLED  FLOOR  SLABS  RESTORED  BY  MUD  JACKING 


Practically  any  settled  concrete  slabs,  warehouse  or 
shop  floors,  ramps,  pavements,  runways,  streets,  even 
steel  storage  tanks  and  settled  walls  can  be  raised 
economically  by  mud  jacking,  without  costly  demolition 
and  reconstruction. 

Mud  jacking  or  slab  jacking  is  essentially  a  hydraulic 
process.  A  grout,  consisting  of  various  inert  materials 
and  additives,  selected  and  proportioned  to  the  specific 
job  conditions,  is  forcefully  injected  under  the  slab  by 
specially  designed  equipment. 

Existing  voids  are  filled,  so  that  uniform  support  to  the 
slab  is  restored.  The  sub  soil  is  compacted,  so  that  its 
load  carrying  capacity  is  substantially  increased,  there¬ 
by  preventing  further  settlement. 


Settled  or  uneven  floors,  besides  creating  unsafe  condi¬ 
tions,  increase  costs  by  slowing  down  operations.  Ser¬ 
ious  damage  may  be  done  to  drainage,  plumbing,  elec¬ 
trical  and  other  systems.  The  complete  breakdown  of 
unsupported  floor  sections  is  also  a  possibility. 

To  fill  in  the  low  spots  in  an  attempt  to  even  out  the 
floor  only  aggravates  the  problem  because  the  floor 
then  becomes  heavier  where  the  soil  is  the  weakest. 

The  proven  Presscrete  method  provides  a  low  cost, 
permanent  correction,  without  undue  interference  with 
normal  operations. 

Since  1943  the  Presscrete  Co.  has  had  such  diverse 
assignments  as  raising:  a  settled  street  in  a  N.  J.  town, 
a  500  ft.  long  35  ft.  high  wall,  numerous  warehouse  and 
shop  floors,  a  hangar  floor  at  Kennedy  Airport,  a  dozen 
oil  storage  tanks,  a  school  gym  floor,  a  theater  lobby, 
a  post  office  floor. 
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AFTER  MUDJACKING 


JOINT  STABILIZATION 


Voids  under  concrete  floor  joints 
causes  slabs  to  move  when  traversed 
by  forklifts.  Left  uncorrected  it  only 
gets  worse,  and  the  slab  eventually 
breaks. 


Pressure  grouting  fills  the  voids,  compacts  the  subsoil  and  stops  movement  of  slab. 


GENERAL  PLAN  OF  THE  PRESSCRETE  SYSTEM 

OF  SOIL  STABILIZATION 


Pressure  injection  pipes  are  driven 
through  filled  ground,  muck,  peat  or 
other  compressible  materials  to  the  re¬ 
quired  depth  —  10,  20,  30  ft.  or  more. 

A  grout  mixture,  proportioned  to  job 
conditions,  is  injected  through  the  pipes 
starting  from  the  lowest  point.  Grout 
consistency,  volume  and  injection  pres¬ 
sures  are  continuously  controlled  to  ob¬ 
tain  the  desired  results. 


3  When  injection  is  completed,  the  pipes 
are  withdrawn  and  the  holes  sealed.  The 
uniformly  compacted  ground  now  pro¬ 
vides  safe  support  for  all  static  and 
dynamic  service  loads. 

4  Voids  directly  under  slabs  are  filled 
and  the  floor  raised  if  necessary.  Uni¬ 
form  soil  support  is  restored.  Move¬ 
ments  of  joints  are  stopped. 


The  stabilization  may  be  under  a  floor  slab,  a  foundation,  a 
steel  storage  tank;  next  to  an  excavation  or  deteriorating 
piles,  anywhere  the  soil  needs  improved  properties. 


The  important  thing  is  to  select  the  proper  method  and  grout 
material  for  the  particular  problem  and  then  have  exper¬ 
ienced  supervisors  and  operators  perform  the  work. 
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Our  assignments  have  included  stabilizing  a  subway  road¬ 
bed,  preventing  the  cave  in  of  a  17  ft.  excavation  next  to  a 
30  ft.  building,  underpinning  numerous foundationsof  houses, 
factories,  churches,  oil  storage  tanks  and  dry  docks.  Ar¬ 
resting  the  vibrations  of  machine  footings  and  ground  water 
control. 


COULD  WE  STOP  THE  LEANING  TOWER 
OF  PISA  FROM  TILTING  ANY  FURTHER? 


It  would  take  some  doing,  but  we  believe 
we  could  do  it. 

Whatever  your  problem,  you  will  find  us 
ready  to  assist  you  find  a  solution.  Press- 
crete  has  been  doing  this  kind  of  work 
since  1943.  This  is  our  only  business  — 
not  just  a  sideline. 

Over  the  years  hundreds  of  contracts  have 
been  successfully  completed  for  the  U.S., 
State  and  Local  Governments,  Air  Lines, 
shopping  centers,  manufacturing  plants, 
warehouses,  ship  yards,  oil  companies, 
builders,  architects  and  engineers.  Our 
experience  is  at  your  disposal  and  combined 
with  our  efficient  crews  and  specially 
developed  equipment  assures  you  of  the 
most  competitive  price. 

For  consultation  and  a  proposal  without 
obligation,  please  contact  either  of  our 
offices. 


CORRECTING  SOIL  AND  GROUND-WATER 
UNDER  SUBSIDED  OIL  STORAGE  TANK 


Oil  Storage  Tanks  settled  unevenly  or  with  buck¬ 
led  bases,  creates  hazardous  conditions. 

Presscrete  has  developed  economical  methods 
that  will  prevent  further  settlement  and  restore 
the  base  to  its  approximate  original  crown. 


PRESSURE  GROUTING 

If  a  cementitious,  or  other  grout,  has  to  be 
placed  in  otherwise  inaccesible  places;  in 
concrete  structures,  sewers,  tunnel  linings,  dry 
docks,  bridges,  above  or  below  ground,  PRESSURE 
GROUTING  usually  offers  the  most  advantageous 
solution.  PRESSCRETE  is  equipped  to  place  any¬ 
where  from  a  few  cu.  ft.  to  hundreds  of  cu.  yds. 
to  exacting  specifications. 


WEAK  SOIL 
IS  COMPACTED 


FIRMER  STRATA 


UNDERPINNING 

Stabilizing  the  soil  under  foun¬ 
dations  by  the  Presscrete 
method  eliminates  the  need  for 
costly  excavation  and  shoring. 

Cementitious  grout  is  injected 
under  the  footing  starting  from 
a  firm  strata  to  right  under  the 
base.  The  soil,  substantially 
compacted,  is  now  able  to 
carry  the  load.  Further  settle¬ 
ment  is  stopped. 
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